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Our Lady of Cincinnati College 

EDGECLIFF, WALNUT HILLS, 
CINCINNATI, OHIO 

A Catholic Institution for the Higher Education 
of Women, conducted by the Religious Sis¬ 
ters of Mercy of the Province of Cincinnati. 
College founded in 1935. New Administration 
Building, opened in 1938, houses chapel, lec¬ 
ture rooms, laboratories, offices, dining hall, 
and auditorium. 
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